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1 an inadvertence, GORDON D. GINTHER was not given proper credit as one of 
the co-authors of the article entitled “Fluorine Exposure During Low-Hydrogen 
Welding,” which appeared in the September, 1953 issue of the American Industrial Hy- 
giene Association Quarterly. MR. GINTHER and JOHN J. FERRY were the authors of the 
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